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YEIEEEAL  BISEASE  RESEARCH  LABORATORY  WORKSHOP  TO  BE  GIVEI  IN  MOiTANA 

An  invitatiOB.  to  attend  this  workshop  is  extended  to  the  person  in  your  laboratory  res- 
ponsible for  performing  serological  tests  for  syphilis.    It  will  be  held  in  the  Depart- 
ment of  Botany  and  Microbiology  at  Montana  State  Unirersity  in  Bozeman  from  8:00  A.M. 
Tuesday  J,  June  11  to  5:00  P.M.  Wednesday,  June  12,  I968. 

This  course  is  being  offered  as  a  cooperative  project  of  the  Venereal  Disease  Research 
Laboratory,  National  Communicable  Disease  Centerj  Montana  State  University^  and  the 
Microbiology  Laboratory  Division,  Montana  State  Department  of  Health.    The  instructional 
staff  are  Alwilda  L.  Wallace,  Chief,  Consultation  &  Training  Services,  Venereal  Disease 
Research  Laboratoiyj  Mrs.  Patricia  Maxey,  Serologist  In  the  Microbiology  Laboratory  of 
the  State  Department  of  Health;  Al  Fiscus,  Ph.D.,  Assistant  Professor  of  Microbiology, 
Montana  State  University;  and  Mr.  Norman  Andrze jewski,  VD  Control  Officer,  Montana  State 
Department  of  Health. 

Here  is  what  we  intend  to  cover  in  these  two  days: 
Present  trends  in  syphilis  serology. 

A  film  presentation  of  the  Fluorescent  Treponemal  Antibody  Absorption  Test 
with  discussion. 

Extensive  practice  sessions  with  the  VDRL  Slide  Test  including  preparation 
of  antigen  suspension,  checking  needles,  checking  rotator  speed,  checking  antigen 
suspension  with  serum  controls  of  graded  reactivity,  testing  unknowns  qualitatively 
and  quantitatively,  and  review  of  test- results . 

Preparation  and  use  of  control  serums . 

VDRL  Slide  Spinal  Fluid  Test. 

Technical  Factors  Influencing  Test  Results. 

A  discussion  of  the  intrastate  evaluation  and  approval  program  (Montana) . 
The  VS  Control  Program  in  Montana. 

Identification  of  N.  gonorrhoeae  by  Culture  and  Fluorescent  Antibody  Methods, 
iis  is  added  at  our  request  because  there  is  general  lack  of  appreciation  of 
difficulties  involved  in  attempts  to  isolate  the  gonococcus  from  the  human  female.) 
DiscussioE  of  your  special  problems. 

If  you  plan  to  attend,  please  fill  in  the  bottom  of  this  sheet  and  return  it  to:  David 
B.  Lackman,  Ph.D.,  Director,  Microbiology  Laboratory,  Montana  State  Department  of  Health, 
Helena,  Montana  596OI.    Attendance  will  be  limited  to  20  students  so  please  do  this  as 
soon  as  possible  so  we  can  complete  our  plans.    Arrangements  for  hotel  or  motel  accomo- 
dations should  be  made  individually.     (We  also  have  a  workshop-course  in  General  Medical 
Bacteriology  scheduled  at  Bozeman  Septeniber  9-13,  I968.    It  will  be  announced  in  a  later 
bulletin. ) 

TEAR  HERE 


I  PLAN  TO  AHEID  TIE  VDRL  WORKSHOP  TO  Bl  HELD  JUNE  11-12,  I968  AT  MONTANA  STATE  UNIVERSITY, 
BOZEMAN,  MOlfAlA. 


Name  of  Laboratory  or  Hospital  if 
different  from  address . 
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